JUDGE MELICK:     Did you suggest   that  perhaps  he would be
better  at  another job.

THE WITNESS:     No,   sir.

JUDGE MELICK:  Is that the extent of your conversation
concerning Mr. Shreve?

THE WITNESS:  Yes, sir.
JUDGE MELICK:  All right.

Q.  (By Mr. Fassio) Did you tell Mr. Lipinski that you
were going to have Gary Shreve taken off the scoop car?

A. No, sir.

Q.  Did you tell Rick Lipinski that there was always
something wrong with the scoop car?

A.  I told Mr. Lipinski that there was a numerous amount
of problems with the scoop car.

0*  Did you tell him that it was always one thing after
another and it always needs fixing?

A,  No, I don't believe, I said that.  I said that
there was a numerous amount of problems.

0.  Did you state to him you can see why other foremen
do not want to work with Gary Shreve?

A.  No, I don't think I said that.
JUDGE MELICK:  You could have said it?
THE WITNESS:  No, I did not say that.

JUDGE MELICK:  Did you say anything that might be inter-
preted as coming out that way?

THE WITNESS:  I said that I thought that maybe Gary
could not handle the job.

(Tr. 306-309).

Union safety committeeman Richard Lipinski also testified concerning that
conversation. The relevant testimony appears as follows;

275.1on I want is the full extent of the conversation between
